



. 
‘eZ ; 


4 n ‘ 
a7 ae L 


" ; Y 


c UC eee 
2a w zE 





a 
aff eee 


‘ ‘ y om -* > *. ’ 
ts A ea ji z, “3 


* he 9 Ai oe 


ed d oh me 1 . i : 


a)" 


| 
| 
° ° 


" . ht bs 
“vies Ay lh 
va Yh it, 
it és ¥ i. ‘ . 


_ 
ne 
ede 







PU 





TOOL STORAGE 
CATALOG 2012 


Back in 1935, we were known as the Waterloo Valve 
spring Compressor Company, and our traditions of quality, 
Innovation, Superior value and exceptional customer service 
were already well established and evident In the very first 
tool box we created. 
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Today, VWVaterloo Industries has grown to become one of the 
world's largest suppliers of tool storage solutions—and that 
same early spirit Is alive in everything we do. Whether youre 
a professional mechanic, tradesman, or a weekend do-tt- 
yourselfer, were committed to manufacturing the highest 
quality, reliable tool storage products to meet your needs. 


From rugged professional grade chests and cabinets to 
durable portable hand boxes, you'll find quality features like 
our patented Posi+Latch® Latching System, full-extension ball- 
bearing drawer slides, and a choice of heavy-duty casters 
in a variety of tool box configurations. And, because we 
stand behind every one of our products with class-leading 
warranties, VVaterloo Industries offers the best tool storage 
money can buy. 





WATERLOO (4N\ /6N | 
LIMITED WARRANTY J GS GS 





Our products have been manufactured to very high standards of quality and workmanship. We warrant our products to be 
free from defects in materials and workmanship under normal use for the following periods from original date of purchase: 
Professional Series: 7 years; Waterloo Series: 5 years; Shop Series, Project Centers, Workbenches, Portables, and all 
other products: 1 year. 


If any product is found to be defective in material or workmanship during normal use within the applicable warranty period, your 
exclusive remedy is replacement of the defective product or parts. This warranty does not cover products that are damaged 
through any misuse, abuse, accident, neglect, modification or mishandling. Waterloo will not be responsible for any losses, 
injuries or costs of any nature, including indirect, incidental or consequential damages, relating to this product, including 
transportation charges. Except as provided by law, this warranty is in lieu of and excludes all other warranties, conditions 
and guarantees, whether expressed or implied, statutory or otherwise, including without restriction those of merchantability 
or fitness for a particular purpose. 


Some states, provinces and nations do not allow the exclusion or limitation of incidental or consequential damages, so the above 
limitations or exclusions may not apply to you. This warranty gives you specific legal rights and you may have other rights which 
vary from state to state, province to province, nation to nation. We will advise you of the procedure to follow in making warranty 
claims. Warranties do not cover units that are mounted or used in moving vehicles. Contact us, using the contact information 
below, with a model number/description of the product, description of the defect, proof of original purchase, and your name, address, 
area code and telephone number. Waterloo may request pictures identifying the product and showing the defect to qualify 
for return authorization. 


Warranty Claims Dept., Waterloo Industries, Inc. ¢ 139 W. Forest Hill Avenue ¢ Phone [800] 833-8851 
Fax 414-766-6386 e Email wicustomerservice@wi.com 


Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


Customer Service (800) 833-8851 


waterlooindustries.com 





CONTENTS 


PROFESSIONAL SERIES Pages 4-5 





e Heavy Use/Heavy Capacity 

e Caster Load Rating Over 3,200 Ibs. per Unit 
(Optional Casters) 

e 75 lb. Ball-Bearing Drawer Slides 

e Double Slides on Select Drawers 


WATERLOO SERIES 





e Standard Use/Standard Capacity 

e Caster Load Rating Over 1,100 Ibs. per Unit 
(Optional Casters) 

e 50 Ib. BallBearing Drawer Slides 

e Double Slides on Select Drawers 


SHOP SERIES 





e Medium Use/Medium Capacity 

e Caster Load Rating 5OO Ibs. per Unit 

e Tool Centers 300 Ibs. per Unit 

e 25 |b. BallBearing or Friction Drawer Slides 





SPECIALTY SERIES Pages 10-11 


e Utility Cart 

e Project Centers 

e Workbenches 

e Drawer Liner Rolls 








PLASTIC PORTABLES Pages 12-13 


e Seven Industrial-Strength Models 

e 14" to 26" Widths including 3-Drawer Portable Chest 
e Rugged High-lmpact Polypropylene 

e Comfort-Grip Handles 





METAL PORTABLES Pages 12-13 


e 3 Models from 16" to 20" Widths, including 
3-Drawer Portable Chest 

e Durable Steel Construction 

e Comfort-Grip Handles 


PRODUCT SPECIFICATIONS 
CHART Pages 14-17 


DRAWER DIMENSIONS Pages 18-19 





WATE?PLOD 


Built to handle the toughest environments, the Professional 
series has all the features and durability to do the job while 
keeping tools securely stored. Available in 41" and 52" 
combinations with sturdy side-wall construction, ball-bearing 
slides, a patented latching system, and backed by a 7 year 
limited warranty. This is tool storage the professional can use 


with confidence. 


PROFESSIONAL 


Heavy Use/ 
Heavy Capacity 
Caster Load Rating 
Over 3,200 lbs. 


per Unit 
(Optional Casters) 


75 lb. Ball-Bearing 
Drawer Slides 
(Double Slides on 
Select Drawers) 


Full-Extension Ball-Bearing 
Drawer Slides (double slides on 


select drawers) 


WATERLOO 


otandard Use/ 
standard Capacity 


Caster Load Rating 
Over 1,100 Ibs. 
per Unit 
(Optional Casters) 


00 Ib. Ball-Bearing 
Drawer Slides 
(Double Slides on 
Select Drawers) 


\\ Sees 


Nie y 


tested to withstand heavy daily use 


SHOP SERIES & 
SPECIALTY SERIES 


Medium Use/ 
Medium Capacity 


Caster Load Rating 
O00 Ibs. per Unit 
(Tool Centers 
300 Ibs. per Unit) 


20 lb. Ball-Bearing or 
Friction Drawer Slides 


\ \ YEAR LIMITED y 


WARRANTY // 


Patented Posi-Latch® 
Latching System 
assures drawers latch securely 












Rugged Sidewall-Post 
Construction 

provides extra rigidity for handling 
large loads 





Thick Rubber Mat 
protects work surface 
(select models) 


Heavy-Duty 5"x 
support over 1,100 Ibs per unit 


(standard casters) 


2" Casters 


Smooth-Operating Gas Struts 
keep lid in place during use 
(select models) 


Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


HEAVY-DUTY STORAGE FOR YOUR HEAVY-DUTY NEEDS 


The Waterloo Professional line of tool storage is designed for work environments where solid construction and high-quality 
features aren't an option. From an automotive service bay to an industrial or commercial job site, this line accepts the 
challenge. The Professional Series features cabinets with full-width top drawers for long-tool storage, and chests with heavy- 
duty gas struts (select models). Offered in high-quality red or black (41" and 52" widths). A 41" stainless chest and cabinet 
combination completes the line. Options in this series include 6" x 2" industrial-strength casters and non-slip drawer liners. 





PCH-418RD 


o 


PCA-4111RD 





41" 8-DRAWER CHEST 
Dimensions: 
40.5" W x 18" D x 20" H 


M PCH-418BK Black 
mM PCH-418RD Red 


41" 11-DRAWER CABINET 
Dimensions: 
41" W x 20" Dx 41" H 


Height with Standard Casters 


Mm PCA-4111BK Black 
mM PCA-4111RD Red 


OPTIONAL ADD-ONS 


To order optional add-ons: 


Liners: Add “-L” to the product number 
(e.g. PCA-41 11BK-L) 


Upgraded Casters: Add “-C” to the 
product number (e.g. PCA-41 1 1BK-C) 


Liners and Upgraded Casters: 


Add “-CL” to the product number 
(e.g. PCA-4111BK-CL) 


Customer Service (800) 833-8851 











PCH-528BK 


a 


PCA-5211BK wes, 


52" 8-DRAWER CHEST 
Dimensions: 
51" W x18" Dx 20"H 


M PCH-528BK Black 
M PCH-528RD Red 


52" 11-DRAWER CABINET 
Dimensions: 

01.5" W x 20" Dx 41" H 

Height with Standard Casters 

M PCA-5211BK Black 

M PCA-5211RD Red 


Non-Slip 
Drawer Liners 
protect tools and 
keep them from 
sliding 


waterlooindustries.com 








PCH-4111SS 
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PCA-4112SS 


41" 11-DRAWER CHEST 
Dimensions: 
42.5" W x 18" Dx 20" H 


PCH-411%1SS Stainless Steel 


41" 12-DRAWER CABINET 
Dimensions: 
42.5" Wx 18" Dx 40.5" H 


Height with Standard Casters 


PCA-4112SS Stainless Steel 


Upgraded 6" x 2" 
Industrial Strength 
Quiet-Ride Casters 
offer heavy load capacity 
(over 3,200 Ibs. per unit) 
and smooth movement 
over shop floors 





WATEPLOO 


Designed for everyday applications where ball-bearing slides and 
tough construction make the job easier. For the discriminating 
professional who needs high-quality tool storage at an affordable 
price, or the DIYer who desires the best standard use tool 
storage money can buy. Available in both 26" and 41" widths. 
Keyed locks with internal lock bars, ball-bearing slides, heavy- 
duty handles, and a 5 year limited warranty come standard with 
this series. 


SHOP SERIES & 
PROFESSIONAL WATERLOO = SPECIALTY SERIES 


Heavy Use/ Standard Use/ Medium Use/ 
Heavy Capacity Standard Capacity Medium Capacity 


Caster Load Rating (eee \ i Mert Flaite Caster Load Rating 

Over 3,200 Ibs. Over 1,100 Ibs. O00 Ibs. per Unit 
per Unit per Unit (Tool Centers 

(Optional Casters) (Optional Casters) 300 Ibs. per Unit) 


79 |b. Ball-Bearing 50 Ib. Ball-Bearing [R=temleme=/-||5=/-1-lelnemeln 

Drawer Slides Drawer Slides Friction Drawer Slides 
(Double Slides on (Double Slides on 
Select Drawers) Select Drawers) 


» TAD 4 
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shown: WCH-418BK/WCA-41 11BK 





Features & Benefits 





Full-Extension Ball-Bearing Rugged Internal Construction Internal Keyed Locking System 
Drawer Slides (double slides on provides strength and durability secures all drawers 

select drawers) 

for complete tool access 


| . { , SO —S—" 
@ I y) I , | r . 
, = a 
a 
an 


wl O fs 





Durable Over-Molded Sturdy Tubular Cabinet Handles Standard 4.5" x 1.5" Casters 
(or recessed) Handles for easy maneuverability and a offer 700 Ib. load rating per unit 
for easy lifting comfortable grip 


Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


CREATE THE PERFECT COMBINATION 


save space with a 26" chest and cabinet, or stretch out in a 41" combination. Available in red or black, the Waterloo Series 
provides the opportunity to mix-and-match with a selection of sizes and drawer counts. A heavy-duty MDF work surface and 
fullwidth top drawer assures the 41" cabinet will make the job easier. 5O Ib. ball-bearing drawer slides (double slides on 
select drawers) are tested to assure drawers can withstand heavy usage. The Waterloo Series offers optional upgraded 


0"x2" casters and non-slip drawer liners. 





WCH-265BK 


WIN-262RD 





WCA-265BK 


26" 5-DRAWER CHEST* 
Dimensions: 
26" Wx16"Dx 19.7" H 


M@ VWCH-265BK Black 
mM VWCH-265RD Red 


26" 2-DRAWER INTERMEDIATE * 
Dimensions: 
26" W x16" Dx 10.5" H 


Mm WIN-262BK Black 
Mm WIN-262RD Red 


26" 5-DRAWER CABINET* 
Dimensions: 
26.5" W x 18" Dx 34.5" H 


Height with Standard Casters 


Mm VWCA-265BK Black 
mM V/CA-265RD Red 


* SELECT ANY 
COMBINATION 


Customer Service (800) 833-8851 








WCH-266RD 





WCA-266RD 


26" 6-DRAWER CHEST* 
Dimensions: 
C6" Wx1t2"Dx 15.3" H 


M@ VV/CH-266BK Black 
M@ VV/CH-266RD Red 


26" 6-DRAWER CABINET* 
Dimensions: 

26.5" Wx 18"Dx41"H 

Height with Standard Casters 

mM VWWCA-266BK Black 

mM VWVCA-266RD Red 


OPTIONAL ADD-ONS 


To order optional add-ons: 


Liners: Add “-L” to the product number 
(e.g. WCA-265RD-L) 


Upgraded Casters: Add “-C” to the 
product number (e.g. WCA-265RD-C) 


Liners and Upgraded Casters: 
Add “-CL” to the product number 
(e.g. WCA-265RD-CL) 


waterlooindustries.com 





WCH-418RD 





WCA-4111RD 


41" 8-DRAWER CHEST 
Dimensions: 
40.5" W x 16" D x 20" H 


mM VW/CH-418BK Black 
mM V/CH-418RD Red 


41" 11-DRAWER CABINET 
Dimensions: 
47" Wx 18" Dx 37.3 A 


Height with Standard Casters 


mM WCA-4111BK Black 
mM WCA-4111RD Red 


Non-Slip 
Drawer Liners 
protect tools 

and keep them 
from sliding 


Upgraded Rugged 
5"x 2" Casters 

will meet the challenge 
with a load rating over 
1,100 Ibs. per unit 
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This is a series designed to provide an exceptional value at an 
economical price. Available with either 25 Ib. ball-bearing slides 


or friction slides, these 26" wide units provide quality and value. 


Reinforced sidewall construction, and external lock bars with 
keyed locks combine with quality casters to meet your utility, 
storage, and mobility needs. Offered in a selection of mix-and- 
match sizes and drawer configurations, the Waterloo Shop 
series is available in black (ball-bearing) or red (friction). 


1 year limited warranty. 


PROFESSIONAL 


Heavy Use/ 
Heavy Capacity 
Caster Load Rating 
Over 3,200 Ibs. 
per Unit 
(Optional Casters) 


79 |b. Ball-Bearing 
Drawer Slides 
(Double Slides on 
Select Drawers) 


YEAR LIMITED | 
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WATERLOO 


otandard Use/ 
standard Capacity 


Caster Load Rating 
Over 1,100 Ibs. 
per Unit 
(Optional Casters) 


00 Ib. Ball-Bearing 
Drawer Slides 
(Double Slides on 
Select Drawers) 


tS Se 


NC ine 


ring  Full-Width Drawer Pulls 
allow drawer access from 





Medium Use/ 
Medium Capacity 


Caster Load Rating 
500 Ibs. per Unit 
(Tool Centers 
300 Ibs. per Unit) 


25 lb. Ball-Bearing 
or Friction 
Drawer Slides 





fe] a\Var=] ale] = 


TE en mete al Tp 
ecure tool storage 


Products and specifications subject to change without notice. Some features may not apply to all models 





Shown: SGH-265BK-B/SIN-262BK-B/SCA-264BkK-B 


Each unit in this Series include an external lock bar (not shown). 
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. Product specifications and drawer dimensions found on pages 14-19. 


SBALL-BEARING DRAWER SLIDES 





SCH-264BK-B 





SCA-264BK-B 


26" 4-DRAWER CHEST* 
Dimensions: 
eo Wx le’ Ox 15.5" A 


M SCH-264BK-B Black 


26" 4-DRAWER CABINET* 
Dimensions: 
26.5" W x 18" Dx 82" H 


M SCA-264BK-B Black 


FRICTION DRAWER SLIDES 





SCH-264RD-F 


= - 
SCA-26514RD-F 


26" 4-DRAWER CHEST* 
Dimensions: 
26" Wx1ite2"Dx 15.5" H 


M SCH-264RD-F Red 





26" 5-DRAWER CABINET* 
Dimensions: 
26.5" W x 14" D x 82" H 


M SCA-26514RD-F Red 


Customer Service (800) 833-8851 









SIN-262BK-B 





SCA-265BK-B 


26" 5-DRAWER CHEST* 


Dimensions: 
26" Wx1it2"Dx17.5"H 


M SCH-265BK-B Black 


26" 5-DRAWER CABINET* 
Dimensions: 
26.5" Wx 18" Dx 32"H 


M SCA-265BK-B Black 









SCH-267RD-F 





SCA-265RD-F 


26" 7-DRAWER CHEST* 
Dimensions: 
26" Wx1t2"Dx17.5"H 


M SCH-26/7RD-F Red 


26" 5-DRAWER CABINET* 
Dimensions: 
26.5" Wx 18" Dx 32"H 


M SCA-265RD-F Red 


waterlooindustries.com 





26" 5-DRAWER TOOL CENTER 
WITH PANEL 


Dimensions: 
eb a Wx 14 Di 43.57 A 


M@ SIC-265BK-B Black 


26" 2-DRAWER INTERMEDIATE * 
Dimensions: 
26" Wx1ite2"Dx11.5"H 


M@ SIN-262BK-B Black 


* SELECT ANY 
OTE en 





26" 6-DRAWER TOOL CENTER 
WITH PARTS BIN 


Dimensions: 
Pb.5 Wo 1l4 Dix 4355 A 


mM SIC-266RD-F Red 


26" 3-DRAWER INTERMEDIATE* 
Dimensions: 
26" Wx1it2"Dx11.5"H 


M SIN-263RD-F Red 


WATEPL OO 


Bring convenient storage, complete with a work surface, 

directly to the job site with the 3-Drawer Utility Cart, designed 
with gas struts and the patented Posi-Latch® Latching System. 
Meet specialized storage needs with a Waterloo Project Center 
(S-Drawer unit includes integrated power strip). Organize the 
workspace with a stationery workbench. Or add drawer liner 
rolls to a chest or cabinet to keep stored tools in place (available 
in 16.5" and 22.5" widths, can be cut to fit). 


Medium Use/ 
Medium Capacity 


Caster Load Rating 
500 Ibs. per Unit 
(Tool Centers 
300 Ibs. per Unit) 


25 Ib. Ball-Bearing 
or Friction 
Drawer Slides 





ay ay \ | Shown: SP-UC3BK 
WARRANTY WARRANTY \ 








10 Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 





UTILITY CART & PROJECT CENTERS 





‘ 
v . 


3-DRAWER UTILITY CART 5-DRAWER PROJECT 3-DRAWER PROJECT 

Dimensions: CENTER WITH POWER CENTER 

34 Weel" Dx 37H Dimensions: Dimensions: 

B SP-UC3BK Black 29" W x 20" Dx 34.5"H oa" Wx 20" Dx 34.5" A 
M@ SP-PC5BK-P Black M@ SP-PCS3BK Black 


WORKBENCHES & BACKWALL 


ao = 





4-DRAWER WORKBENCH 3-DRAWER WORKBENCH STEEL BACKWALL SYSTEM’ 
Dimensions: Dimensions: Dimensions: 

BO" Wx 24" Dx 37.3" A O04’ Wes Dx 37.0 94.3 Wx 7" Dx 50" H 

(includes top) (includes top) @ SP-VWBBWRD Red 


@ SP-WB4RD Red @ SP-WB3RD Red *Backwall system can be used with 


SP-WB3RD Workbench only 


DRAWER LINER ROLLS 


a wel 


NON-SLIP DRAWER 

LINER ROLL 

(CARTON CONTAINS 6 ROLLS) 
Dimensions: 

Each Roll: 22.5" W X 115" D 
Carton: 23.5" W x 9.5" D x 6.5" H 


Mm SP-LINER23BK Black 


Customer Service (800) 833-8851 waterlooindustries.com 





NON-SLIP DRAWER 

LINER ROLL 

(CARTON CONTAINS 4 ROLLS) 
Dimensions: 

Each roll: 16.5" W x 157" D 
Carton: 17" Wx 11" Dx 12" H 


M SP-LINER1 7BK Black 


11 


WATEPL OO 
PORTABLE SERIES 


For the professional to the DIY'er, the Waterloo Portable Series 
provides the benefit of tool organization in a compact mobile 
design offering easy transport of tools to the jobsite. Available in 
a variety of sizes, designs and configurations to fit every need. All 
units are lockable (padlocks not included), include full-width metal 
hinge pins and rust resistant latches. All units are individually 
packaged. The Waterloo Portable series is backed by a 

‘1 year limited warranty. 





\ YEAR LIMITED / /| 
tet 7 ad 





Plastic Portables 

For superior strength and durability, seven industrial-strength 
plastic portables offer a popular alternative to traditional steel 
tool boxes. This series includes a 23" 3-Drawer Plastic Portable 
Chest with steel drawers, 25 Ib. full-extension friction drawer 
slides and a top tray; a 20" Great Tool Organizer; and Hand 
Boxes ranging from 14" to 26" in width (GTO and Hand Boxes 
include plastic tote trays). Rugged high-impact polypropylene and 
molded-in color assure these portables will stay looking like new 
for years, and will not dent, rust, or mar other surfaces. 

A comfort-grip handle tucks neatly into the lid, providing a flush 
top surface for convenient stacking and storing. 





Shown: PP-2314BK 


Mietal Portables 

Durable construction is the benchmark of the Waterloo Metal 
Portable Series. Highlighting this line is a 3-Drawer Portable 
Chest with steel drawers, 25 |b. full-extension friction drawer 
slides and a top tray for additional organization. Other items in 
this series include 16" and 20" traditional steel Hand Boxes that 
come complete with a tote tray. All units include a comfort-grip 
top handle. 


Shown: MP-2012BK 





12 Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


PLASTIC PORTABLES 





3-DRAWER PLASTIC (GTO) GREAT 26" PLASTIC HAND BOX 
PORTABLE CHEST’ TOOL ORGANIZER Dimensions: 

Dimensions: Dimensions: 26" Wx 10" Dx 9.8" H 

23 Vi x 105 DX 13.5 JA 156° Wx" Dx 12.5° A 


Mm PP-2610BK Black 
Mm PP-2314BK Black Mm PP-1613BK Black 


* Plastic shell with all-steel 
full-extension drawers 





2s PLASTIC HAND BOX 20" PLASTIC HAND BOX 17" PLASTIC HAND BOX 
Dimensions: Dimensions: Dimensions: 

e3:5 Wx10.8" Dx 10.3" A 20" W x 10.3" Dx 9" H 17" Wx 9.4" Dx 9" H 

mM PP-2310BK Black Mm PP-2009BK Black Mm PP-170O9BK Black 





14" PLASTIC HAND BOX 
Dimensions: 
14° Wx 8’ Dx 6.3" H 


m PP-1406BK Black 


METAL PORTABLES 





20" 3-DRAWER 20" HAND BOX 16" HAND BOX 
PORTABLE CHEST WITH METAL TOTE WITH PLASTIC TOTE 
Dimensions: Dimensions: Dimensions: 

20" W x9" Dx 12"H 20" Wx 8"Dx9"H 16.1° Wx 7" Dx 7.5" A 
M@ MP-2012BK Black M@ MP-2009BK Black M@ MP-1608BK Black 


Customer Service (800) 833-8851 waterlooindustries.com 13 


WATE?LOD 
PRODUCT SPECIFICATIONS CHART 


(Standard) | (Upgraded) (Standard) (Upgraded) Lid Support or Gas Locking System 
Caster {(in.) | Caster {in.) Caster Load Caster Load Struts (Chests only); 
at 1A [ale mm ol=1 Rating per Bey em Fel 


Part Number Description 


Unit (Ibs.) Unit (Ibs.) (Cabinets only) 
WATERLOO PROFESSIONAL SERIES (Catalog Pages 4-5) 


PCH-418RD 41" 8-Drawer Chest - Red Keyed Internal Lock Bar 

PCH-41 8BK 41" 8-Drawer Chest - Black fp Keyed Internal Lock Bar 

5" x 2" 4,100 3,200 Thick Rubber Mat Keyed Internal Lock Bar 

Seon Go xe 1, 100 3,200 
6" x 

















PCA-41 11RD 41" 11-Drawer Cabinet - Red 





PCA-41 11BK 41" 11-Drawer Cabinet - Black Thick Rubber Mat Keyed Internal Lock Bar 


Keyed Internal Lock Bar 
Keyed Internal Lock Bar 


Thick Rubber Mat Keyed Internal Lock Bar 





PCH-528RD 52" 8-Drawer Chest - Red 





PCH-528BK 52" 8-Drawer Chest - Black 





PCA-52 11RD 52" 11-Drawer Cabinet - Red 3,200 


' _ 
5" x 2" 1,100 3,200 


41" 12-Drawer Cabinet - Stainless oe Bee: 1,100 3,200 





PCA-5211BK 52" 11-Drawer Cabinet - Black Thick Rubber Mat Keyed Internal Lock Bar 


Lid Support Keyed Internal Lock Bar 


Keyed Internal Lock Bar 





PCH-4111S5 


41" 11-Drawer Chest - Stainless 





PCA-41 1255S 





WATERLOO SERIES (Catalog Pages 6-7) 


WCH-266RD 26" 6-Drawer Chest - Red pp Lid Support Keyed Internal Lock Bar 
WCH-266BK 26" 6-Drawer Chest - Black ee ee ee eee Lid Support Keyed Internal Lock Bar 
WCH-265RD 26" 5-Drawer Chest - Red ee ee ee ee Lid Support Keyed Internal Lock Bar 
WCH-265BK 26" 5-Drawer Chest - Black pf ff Lid Support Keyed Internal Lock Bar 
WCA-265RD 26" 5-Drawer Cabinet - Red 4.5"x 1.5" 4,100 nae Keyed Internal Lock Bar 
WCA-265BK 26" 5-Drawer Cabinet - Black 4:9" xX 1.0" 1,100 po Keyed Internal Lock Bar 
WCA-266RD 26" 6-Drawer Cabinet - Red 4.5"x 1.5" 4,100 ee Keyed Internal Lock Bar 
WCA-266BK 26" 6-Drawer Cabinet - Black 4.0) X leo 1,100 ae Keyed Internal Lock Bar 
WIN-262RD 26" 2-Drawer Keyed Internal Lock Bar 
Intermediate - Red 
WIN-262BK 26" 2-Drawer Keyed Internal Lock Bar 
Intermediate - Black 
WCH-418RD 41" 8-Drawer Chest - Red SS SS Lid Support Keyed Internal Lock Bar 
WCH-4 1 8BK 41" 8-Drawer Chest - Black Po Lid Support Keyed Internal Lock Bar 
WCA-41 11RD 41" 11-Drawer Cabinet - Red 4.5" x 1.5" 1,100 MDF Top Keyed Internal Lock Bar 
WCA-41 11BK 41" 11-Drawer Cabinet - Black goo) 1,100 MDF Top Keyed Internal Lock Bar 


















































—_ 


4 Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


Drawer 
Latching 
System 


Slides 





Unit 
Depth 
Ca) 


Unit Height 
with 
Standard 


Casters (in.) 


Unit Height 
Vira) 
Upgraded 


Casters (in.) 


Unit Weight 
with 
Standard 


Casters (Ibs.) 


Unit Weight 


with Standard 


Casters & 


Drawer Liners 


Unit Weight 
Use Wie 
Upgraded 

Casters 


Unit Weight 
(etm Weg 


Upgraded Casters 


and Liners 





Unit 
Cu. In. 


Unit 
sie Aa a 


Posi-Latch 73) lb. 40.5 18.0 20 143 2,851 8669 
Latching Ball-Bearing 
System 
Posi-Latch 7 Sil: 40.5 Tes@ 2o8 143 Zee 8,669 
Latching Ball-Bearing 
System 
Posi-Latch 73 lb. 41.0 tee 41.0 238 240 243 3,390 | 15,487 
Latching Ball-Bearing 
System 
Posi-Latch 755 |b. 41.0 18.0 41.0 238 240 243 3,390 | 15,487 
Latching Ball-Bearing 
System 
Posi-Latch 75 |b. 01.0 18.0 20.0 145 3,606) || 11,525 
Latching Ball-Bearing 
System 
Posi-Latch 73 |b. 31.0 1e:6 2o78 145 e606) 1 iha25 
Latching Ball-Bearing 
System 
Posi-Latch 73 Ib. oo Ame 41.0 353 goa 358 4,433 | 20,296 
Latching Ball-Bearing 
System 
Posi-Latch 75 |b. 01.5 2070 41.0 353 305 358 4,433 | 20,296 
Latching Ball-Bearing 
System 
Posi-Latch 753) lb: 42.5 16.0 20.0 151 3,834 | 10,331 
Latching Ball-Bearing 
System 
Posi-Latch 73) \b. 42.5 e328 40.5 243 245 248 3,755 | 17,432 
Latching Ball-Bearing 
System 
Detent 50 Ib. 1228 43 Pete || .2,303 
Ball-Bearing 
Detent OG |b: 1220 216) )|\e,s03 
Ball-Bearing 
Detent 5@ lb: 16.0 1,909 | 4,968 
Ball-Bearing 
Detent OG) lb. 16:8 1,909 | 4,968 
Ball-Bearing 
Detent 50 Ib. tee. iheedo|e.a24 
ball-bearing 
Detent 90 Ib. 16:0 (e290 |se,9e 
Ball-Bearing 
Detent 50 Ib. Tee 2,194 | 10,423 
Ball-Bearing 
Detent 00 Ib. ite@, 2,194 | 10,423 
Ball-Bearing 
Detent 50 lb: 1,888 
Ball-Bearing 
Detent 50 Ib. 1,888 
Ball-Bearing 
Detent 50 Ib. 275) 8,015 
Ball-Bearing 


Detent o@ Ib: ; 276i 8,015 
Ball-Bearing 

Detent 50 Ib. 41.0 18-6 37.3 37.8 205 206 208 209 3,063) 13,a73 
Ball-Bearing 

Detent 90 Ib. 41.0 16.6 O73 37.8 205 206 208 209 3,063 | 13,578 
Ball-Bearing 


continued on Pages 16-1 7 
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HATEP7LOG PRODUCT SPECIFICATIONS CHART 


(Standard) (Upgraded) (Standard) (Upgraded) Lid Support or Gas Locking System 
Caster (in.) | Caster {in.) Caster Load Caster Load Struts (Chests only); 
Rating per Rating per Beye Fer 


Part Number Description 


Unit (Ibs.) Unit (Ibs.) (Cabinets only) 
WATERLOO SHOP SERIES - BALL-BEARING SLIDES (Catalog Pages 8-9) 


SCH-264BK-B 26" 4-Drawer Chest - Black Pf ee fe Lid Support Keyed External Lock Bar 

SCH-265BK-B 26" 5-Drawer Chest - Black re a ee ae Lid Support Keyed External Lock Bar 

SIN-262BK-B 26" 2-Drawer Keyed External Lock Bar 
Intermediate - Black 

STC-265BK-B 26" 5-Drawer Tool Center a x" 300 Top Mat Keyed External Lock Bar 
with Panel - Black 


WATERLOO SHOP SERIES - FRICTION SLIDES (Catalog Pages 8-9) 


SIN-263RD-F 26" 3-Drawer Keyed External Lock Bar 
Intermediate - Red 

SCA-26514RD-F 26" 5-Drawer Cabinet 4" x 2" 500 Keyed External Lock Bar 
(14" Depth) - Red 

SCA-265RD-F 26" 5-Drawer Cabinet 4" x 2" 500 Keyed External Lock Bar 
(18" Depth) - Red 

STC-266RD-F 26" 6-Drawer Tool Center a xe 300 Keyed External Lock Bar 
with Parts Bin - Red 


WATERLOO SPECIALTY SERIES (Catalog Pages 10-11) 


— os — p= — 
SP-PC5BK-P 5-Drawer Project Center with ee. Keyed External Lock Bar 
Power - Black 


SP-PC3BK 3-Drawer Project Center - Black re Keyed External Lock Bar 


| SP-WBBWRD | -WVBBWRD Steel Backwall | Steel Backwall System-Red | Red 


SP-LINER23BK Non-Slip Drawer Liner Roll 
(Contains 6 Rolls) 

SP-LINER1 7BK Non-Slip Drawer Liner Roll 
(Contains 4 Rolls) 


WATERLOO PLASTIC PORTABLE SERIES (Catalog Pages 12-13) 


PP-2314BK 3-Drawer Plastic Portable Chest Padlock Eyes. Drawers Lock 
- Black When Lid Is Closed 
PP-1613BK (GTO) Great Too! Organizer - Black Padlock Eye Accepts Padlock 
(padlock not included) 
PP-2610BK 26" Plastic Hand Box - Black Padlock Eye Accepts Padlock 
(padlock not included) 
PP-2310BK 23" Plastic Hand Box - Black Padlock Eye Accepts Padlock 
(padlock not included) 
PP-2009BK 20" Plastic Hand Box - Black Padlock Eye Accepts Padlock 
(padlock not included) 
PP-1 7O9BK 17" Plastic Hand Box - Black Padlock Eye Accepts Padlock 
(padlock not included) 
PP-1 406BK 14" Plastic Hand Box - Black Padlock Eye Accepts Padlock 
(padlock not included) 


WATERLOO METAL PORTABLE SERIES (Catalog Pages 12-13) 


MP-2012BK 20" 3-Drawer Portable Chest Padlock Eye Accepts Padlock 
- Black (padlock not included) 

MP-2009BK 20" Hand Box with Metal Tote Padlock Eye Accepts Padlock 
- Black (padlock not included) 

MP-1 608BK 16" Hand Box with Plastic Tote Padlock Eye Accepts Padlock 
- Black (padlock not included) 


Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 












































































































Drawer Slides i Unit Unit Height | Unit Height Unit Weight Unit Weight Unit Weight Unit Weight Unit Unit 
Latching i Depth with ina) with with Standard (Ibs.) with (Ibs.) with Sq. In. | Cu. In. 
System Tae Cae Standard Upgraded +S) ts] alet=] Ke) Casters & Upgraded | Upgraded Casters 


Casters (in.) | Casters (in.) | Casters (Ibs.) | Drawer Liners Casters and Liners 

















1h225"|\/3.0338 


GO 
0) 


20 |b. 26.0 20 15.5 
Ball-Bearing 


20 |b. 2bo) eo 17.5 
Ball-Bearing 


aoa 26.0 128 as 
Ball-Bearing 


one 2s 16:0 32.0 
Ball-Bearing 


20 Ib: 26/5 18.0 32.0 
Ball-Bearing 


2. Ib: 26:5 14.0 43.5 
Ball-Bearing 


Detent 





1,461 ool 7 


SS 
1S) 


N N 
no O 


Detent 


472 1,840 


nw 
Ol 


Detent 


Detent 1273 8 053 





Detent 1,841 7 ay, 








1,420 | 4,531 


N 
Ol 


Detent 


12259) aOs8 


GO 
O) 


25 |b. Friction 26.0 15.5 


Po fever ae Pe 
acon! 
EC DD 


Posi-Latch 2o Ib: 34.0 Ao 37.0 104 1,953 | 14,728 
Latching Ball-Bearing 
System 


2) |b: 24.0 37.3 a 1,986: | 13,425 
Ball-Bearing 

22 Ib: 3,070 
Ball- a 


ee 5 (carton) = 5 (carton) = 5 (carton) 
22.5 (roll) 115 (roll) 

17.0 (carton) | 11.0 (carton) | 12.0 (carton) 
16.5 (roll) 157 (roll) = 


po [eeren| se is we [Ts TT Dos fv 
a SS ce Le ee a Se TF 
se ee 
SS 
pf we | es ne 
a a ON a OO 
A Ol 


1,438 3,476 
708 eo) 


1,841 7,947 


9,645 
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WATEPL OO 
DRAWER DIMENSIONS 


ime) aa] Width {in.) Depth [in.) Height (in.) Tryp] Width (in.) Depth [in.) Height (in.) 


WATERLOO PROFESSIONAL SERIES WATERLOO SERIES 
(Catalog Pages 4-5) (Catalog Pages 6-7) 


PCH-418RD - 41" 8-Drawer Chest \VVCH-266RD - 26" 6-Drawer Chest 
PCH-418BK - 41" 8-Drawer Chest \VVCH-266BK - 26" 6-Drawer Chest 


Right - 2 Drawers 11.70 16.40 cea ee ae 


PCA-4111RD - 41" 11-Drawer Cabinet ee.30 14.60 
PCA-4111BK - 41" 11-Drawer Cabinet 29 30 14.60 
Full:Width - 1 Drawer 36.68 16.40 WIN-262RD - 26" 2-Drawer Intermediate 
fer ae miners 99 37 16.40 WCA-265RD - 26" 5-Drawer Olio 

VWCA-265BK - 26" 5-Drawer Cabinet 
Right - 1 Drawer AA @ 16,40 1.90 

2 Drawers 
Right - 3 Drawers e768 16.40 0 

1 Drawer 
Right - 1 Drawer 11270 16.40 12.66 

2 Drawers 


PCH-528RD - 52" 8-Drawer Chest . 
PCH-528BK - 52" 8-Drawer Chest WCA-266RD - 26" 6-Drawer Cabinet 


\VW/CA-266BK - 26" 6-Drawer Cabinet 


Top Tray a8) (2 Sane, 2.29 

2 Drawers 22.30 
Left - 1 Drawer 22.37 16.46 1.90 

1 Drawer 22.30 


22 0) 
22.30 
pe ow) 


Left - 1 Drawer 22.37 16.40 2.90 
3 Drawers 22.30 
Left - 2 Drawers 22.37 ew 4 1@ 


WCH-418RD - 41" 8-Drawer Chest 


Right - 1 Drawer 11.70 16.40 WCH-418BK - 41" 8-Drawer Chest 
Right - 1 Drawer 11.70 16.40 Toone 39.20 
Right - 2 Drawers ae 16.40 nance 32.30 14.60 


PCA-5211BK - 52" 11-Drawer Cabinet 


Right - 2 Drawers 11.78 
Left - 1 Drawer 99 37 16.40 

Right - 1 Drawer ihie7 © 
Left - 1 Drawer Baler, 16.40 : 

WCA-4111RD - 41" 11-Drawer Cabinet 
Left - 3 Drawers ec.3/ 16.40 WCA-4111BK - 41" 11-Drawer Cabinet 
Right - 1 Drawer Deray 16.40 aie eee 39 30 
Right - 3 Drawers een 16.40 5.20 Left - 4 Drawers 99 30 


PCH-4111SS - 41" 11-Drawer Chest Left - 1 Drawer 22.30 


PCA-4112SS - 41" 12-Drawer Cabinet 





18 Products and specifications subject to change without notice. Some features may not apply to all models. Product specifications and drawer dimensions found on pages 14-19. 


eta Vcc am a Y-Ye) a (a lela eta Width (in.) | Depth (in.) | Height (in.) 


WATERLOO SHOP SERIES - BALL-BEARING SLIDES WATERLOO SHOP SERIES - FRICTION SLIDES 
(Catalog Pages 8-9) (Catalog Pages 8-9) 


SCH-264BK-B - 26" 4-Drawer Chest SCH-264RD-F - 26" 4-Drawer Chest 


SCH-265BK-B - 26" 5-Drawer Chest SCH-267RD-F - 26" 7-Drawer Chest 

SIN-262BK-B - 26" 2-Drawer Intermediate 
SIN-263RD-F - 26" 3-Drawer Intermediate 
Sle) lah P= Bh eel cise BST sO) slia (er MU elo) 
SCA-265RD-F - 26" 5-Drawer Cabinet (18" depth) 

STC-265BK-B - 26" 5-Drawer Tool Center with Panel 
STC-266RD-F - 26" 6-Drawer Tool Center with Parts Bin 

ea 

SP-UCSBK - 3-Drawer Utility Cart 

WATERLOO PORTABLE SERIES 

PP-2314BK - 3-Drawer Plastic Portable Chest 

SP-PC5BK-P - 5-Drawer Project Center with Power 
MP-201 2BK - 3-Drawer Metal Portable Chest 

SP-PCSBK - 3-Drawer Project Center 

SP-VWB3RD - 3-Drawer Workbench 

SP-VW/B4RD - 4-Drawer Workbench 
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